Amiga Computing Issue 77 September 1994 Disk 2 Scroller 2

This disk is protected and wouldn't work on my A1200. It fails to load when inserted into DF0:
The Magazine says it should load automatically.
Created an ADF and 2 RAW files of this disk...I know the ADF won't work. However, the RAW files don't work either.
In WinUAE the disk is read and shows only a disk symbol, no disk name. Loading Dopus does actually show the files and they
will copy to RAM...they just won't run.
Maybe someone out there has the ability to inspect the RAW data on the disks and see if it is recoverable.
As of now my Scroller 2 disk has come unglued from the centre holding ring...if I get more time I will reglue and make 
further attempts at hopefully getting a working image.
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